The  National  Shrine  of  the  Immaculate  Conception  is 
located  on  the  grounds  of  the  Catholic  University  of  Amer- 
ica. The  corner  stone  was  laid  September  23,  1920.  This 
card  shows  how  the  shrine  will  look  when  completed  at  an 
estimated  cost  of  $10,000,000.  It  is  the  most  impressive 
church  planned  in  the  twentieth  century. 
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